be exposed.     In addition,   it was subsequently determined   that  the plastic
insulation  that  ordinarily guarded  the  trolley wire had  shrunk because of
the  unusually cold weather at the  time,   thereby   causing  the cited  exposure.
Since  the wire was only from 5 and 1/2  to 6  feet   above floor level and  could
have  caused  death by  electrocution upon contact,   there was  indeed a potential
serious  hazard.     Under  the circumstances,   I  find   that  the proposed  settlement
is appropriate.

ORDER

Docket  No.   KENT  80-312

Citation Nos.   9927173,   9927138,   9927211,   and   713638 are VACATED.     The
Leslie  Coal  Mining  Company  is  ORDERED  to  pay a   penalty of $60  within 30 days
of   the  date of   this decision for the violation  under Citation No,   717362.

Docket  No.   KENT  80-313

Citation No.   724330 is VACATED.     The Leslie  Coal Mining Company  is
ORDERED   to   pay a   penalty of $49 within 30  days   of   the da^te of  this decision
for  the violation under Citation No.   724334.
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1765materials consisted of  soda  pop cans,   empty hydraulic  fluid cans,   and
